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This invention relates to an artifcial flsh bait. 
Artificial bait, of many variations in form and 
structure, has been produced, but in general each 
bait is complete in itself and is not changeable. 
The bait usually includes a body with vari-colored 
surfaces fo which a line may be attached for 
drawing if through the water and with hooks 
connected with the body fo catch a flsh when it 
strikes. The body, usually solid or in effect solid, 
has one unchangeable surface and fo use another 
bait with the same line, the rst must be detached 
from the line and a second one used to replace 
the frst one. 
One primary object and purpose of the pres- 
ent invention is fo produce a bait which may be, 
with a single body, indeflnitely varied and 
changed in ifs appearance. Therefore, the body 
of the bait, which is hollow and which preferably 
is divided into two parts and is of transparenç 
material, may have inserted therein any one of an 
indefnite number of patterns or combinations 
of patterns, each of which presents a different 
a!o!oearance and eïect, so that with the varied 
latterns of iuserts used, an indefnite number of 
different patterns may be provided with a sin- 
gle body fo which the hooks and line are con- 
nected. 
A further objec and purpose of the invention 
is to provide a-bait giving a brilliant refection 
in color or combination of colors and having a 
fashing, naturally scaly appearance which re- 
fects light af a wide angle from ifs surface. With 
the bait a refecting of more intense light in a 
desired feld and in any desired pattern may also 
be obtained. 
A yet further object and Purpose of the inven- 
tion is to concentrate light and refect it from 
bright points or spots of concentration, with an 
appearance of movement which follows from a 
change in angle of refection or a change in per- 
spective, or both. Of course, by use of the inserts 
mentioned, a wide variety of flsh baits with dif- 
ferent desired light reflections and colors may be 
provided from a single bait body and a number 
of interchangeable refecting iuserta which are in 
a wide variety of patterns to produce an indef- 
nite number of effects, whereby the bait is adapt- 
able fo varying conditions of light and locality. 
Many other objects and purposes than those 
stated will be apparent from an understanding 
of the invention, obtained from the following de- 
scription, taken in connection with the accom- 
panying drawing, in which, 
Fig. 1 is an elevation of the fmh bait marie in 
accordance with my invention» 
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Fig. 2 is a longitudinal vertical section there- 
through .with the two connectable parts of the 
bait body separated, 
- Fig. 3 is an elevation of an insert which may 
5 be used, 
Fig. 4 is a fragmentary enlarged trausverse 
section through a side of the hollow body and as- 
sociated insert, and 
Figs. 5, 6 and 7 are fragmentary plan views of 
10 portions of variable inserts which may be used. 
Like reference characters refer to like parts 
in the different figures of the drawing. 
In the construction of the bait a hollow body 
I, open at one end, is marie from trausparent ma- 
l5 terial which, in practice, may be a plastic such 
as Lucite or Plexiglas. To this body the Eshhooks 
2 are connected in the usual manner by eye mem- 
bers 3. Ai ifs open end if is reduced in exterior 
diameter and exteriorly threaded, as at Æ. The 
20 body of the bait is completed by a closing head 5, 
which is interiorly threaded at an open end to 
screw upon the screw-threaded end portion 4 of 
the body |, so that the outer sides of the body 
and the head are substantially rush with each 
25 other. To the head a line may be attached in 
any suitable manner, for example, by the eye  
or in any other convenient way. 
In the form shown in Figs. 1, 2 and 4, the ex- 
terior surface of the body ! is formed with a 
30 multiplicity of convex, closely adjacent surface 
portions, indicated at 8. This provides a multi- 
ple lens structure in effect, each of the surfaces 
af 8 forming a lens, the focal point of which, 
preferably, is a short distance inwardly of the 
35 inner side of the wall of the body at which the 
lens is located. Because of the inwardly located 
focal points of the lenses, and as diagrammati- 
cally illustrated in Fig. 4 in short dash lines rays 
of light iirected by each lens toward the focal 
40 point indicated at ! wJ]l strike the outer surface 
of the iusert 9 and be reflected therefrom in a 
circular area the diameter of which is a distance 
between the points OE and  upon which the light 
rays impinge and are reflected therefrom over 
45 such smaller area with a resultant condensation 
of such light rays and with an increased bright- 
ness because of such condensation. Of course the 
area of the diameter of which is between the 
points OE and  may be controlled in accordance 
50 with the position of the focal points, at ! of the 
lenses the reflecting area being smaller the closer 
the focal point ! is to the outer surface of the 
insert which is if the focal point was directly aL 
such outer surface there would be a mere point 
 of reflected light which would be unsatisfactory. 



Within the hollow body ! an insert 9 of desired 
pattern, and which may be readily replaced by 
interchanging for one of a different pattern, is 
placed. Such insert as shown in the disclosure 
is a hollow shell having rhin walls of suitable 
material, such as paper, cellophane, rhin em- 
bossed aluminum backed by paper or other mate- 
rial which may be used, and on which at its outer 
surfacea pa.tn, P.rçferably of b;i.gt .c0.r 
color combinations, is made. For. éxamplè in 10 
Fig. 6, the major portion of the surface 9b may 
be of one color varied by a multiplicity of spacèd 
circles @ of a different color. In Fig. 5 the 
face 9c is of variegated colors of different types 
over different portions of the surface, a-sho.wn 15; 
at . In Fig. 7 the surface Sà is presëd 
cave to produce a scaly effecÇ, as indi.c.t,e.@. 
and the patterns thereof, eac i4é fi/ï' 
dicative of a scale, may be of the sa,r/a 
ferent colors. Of cours% such illustrations show 20 
It is to be understood that t,,l.e. !._h,. s, 
centrated at a very large number of l,,i_ .0.,r 2:9 
spg_ts u.po, n t.he. o_u_t.er s_u..r:ï:.a_c.e., o_ th.e i.ns_er If 
be directly at the outer surfa_c 9 . .s,e. 
so that the glat..i. _C.9.n.çe..nr=.a.tg..d "m...sm.._aJl 
.of sru¢_ure c.omi:_nz _w,çhi.n:it. acole. 
1. A fish bait eorrprlsp,g , b.o. ¢ly :'.mClug 
arable .h.ead .nd ea, r: :por_ions, said rear«-oton 
being ho_llo.w and tan.sprent, and havg, a =wal! 
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of generally uniform thickness, the interior sur- 
face of said wall being smooth and the exterior 
thereof having a multiplicity of lenses convex at 
their outer sides substantially covering the rear 
portion, in which the focal distance of said con- 
vexities forming the lenses is slightly greater 
than the thickness of the body of the wall, and 
a removable and replaceable insert in the body 
haviïag  thè outer surfacë ther.eof in close prox- 
ï to the inner side of the wall and adapted 
to carry a selected pattern at its outer surface, 
tie focal point of said lenses being a slight dis- 
-ance within the outer pattern on the outer side 
of an insert, whereby light striking against said 
paern s,reflectëd therefrom through the walls 
0:'te body. 
2. A fih bait comprising, a body having a 
frnt:]aëà-d àiï a hollow rear portion, the rear 
p0rt{oÏaving transparent walls of generally uni- 
form thickness, the interIor surfaces of said walls 
bèing- smooth and the exterior thereof havLng a 
mutti.pleity, of lenses, co.nvex at çleir outer aides, 
Substàntiatly covering said rçar portion, the focal 
dïstan_ces .of the. conwexities forming the lenses 
being, slightlF greater than the £ckness of said 
walls, and an insert within the body having the 
ouen surïacê thereof in clos proximity to the 
inaer sides of the walls and adap.ted to. crry a 
Seleeted pattern at its outer surface: the focal 
points.of, said lenses being a slight_diatance within 
the pattern on £he outer surface of the insert, 
causing a refiection of-light from the pttern from 
areas greater than points. 
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